K- 17— SAN  FELIPE  DE  NERI  CHURCH 
OLD  TOWN  PLAZA 
ALBUQUERQUE,  NEW  MEXICO 
This  old  church,  built  in  1706,  is  the  most 
important  historical  landmark  in  Albuquerque 
to-day.  Building  on  left  houses  Sister  Blandina 
Convent  and  on  right.  The  Old  Spanish  Garri- 
son Building  recently  remodeled,  is  now  used 
by  the  Jesuit  Priests  as  their  home. 
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